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Stress levels for well-fitting implant superstructures as a function 


Robinson 


of tightening force levels, tightening sequence, and different 
operators ( Nissan et al). 2001;86:20-3 
Bruxism 

A common-sense 


2001;86:539-45 


approach to splint therapy (Dvylina 
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Géehring et al 


tional pulp exposure of fixed prosthodontic abutments: a 
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2001;86:582-5 
Isolation of Candida species from the oral cavity and fingertips 
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Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 
2001;86:489-94 
Repair of fractured connectors in a provisional fixed partial den- 
ture (Appleby). 2001;86:449-50 
The safety and efficacy of anterior ceramic fixed partial dentures: 
a review of the literature (Raigrodski and Chiche). 
2001;86:520-5 
Denture, partial, immediate 
An atypical chairside immediate denture: a clinical report 
(Gotlieb and Askinas). 2001;86:241-3 
Denture, partial, removable 
Comparison of castability and surface roughness of commercial- 
ly pure titanium and cobalt-chromium denture frameworks 
(Jang et al). 2001;86:93-8 
Emergency repair of a fractured dowel-retained precision attach- 
ment for a removable partial denture (Lynch and Quinn). 
2001;86:320-1 
Esthetic options for the fabrication of removable partial den- 
tures: a clinical report (De Rossi et al). 2001;86:465-7 


VOLUME 86 NUMBER 6 


2 
692 


SUBJECT INDEX 


Overlay removable partial dentures for a patient with ectoder 
mal dysplasia: a clinical report (Pavarina et al). 2001; 86:574-7 
A review of 243 errors possible during the fabrication of a 
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(Cheng and Wee). 2001;86:546-8 
Denture frameworks 
Comparison of castability and surface roughness of commercial- 
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A review of temporomandibular disorder diagnostic techniques 
(Baba et al). 2001;86:184-94 
Disinfection 
The effect of disinfection and a wetting agent on the wettability 
of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 
Dowels 
The effect of thermal change on various dowel-and-core restora 
tive materials (Yang et al). 2001;86:74-80 
Emergency repair of a fractured dowel-retained precision attach 
ment for a removable partial denture (Lynch and Quinn). 
2001;86:320-1 
The use of reinforced composite resin cement as compensation 
for reduced post length ( Nissan et al). 2001;86:304-8 


E 
Ectodermal dysplasia 
Overlay removable partial dentures for a patient with ectodermal 
dysplasia: a clinical report (Pavarina et al). 2001;86:574-7 
Prosthetic treatments for patients with ectodermal dysplasia 
(Hickey and Vergo). 2001;86:364-8 
Editorials 
Maxillofacial prosthetics: a half century of care (Wiens). 
2001;86:331 
The Prosthodontic Residency Subscription Program (Mitchell). 
2001:86:1 
Electrocoagulation 
Vital pulp therapy with bipolar electrocoagulation after inten 
tional pulp exposure of fixed prosthodontic abutments: a 
clinical report (Livaditis). 2001;86:400-6 
Electrosurgery 
Comparison of monopolar and bipolar electrosurgical modes for 
restorative dentistry: a review of the literature (Livaditis). 
2001;86:390-9 
Embrasure 
Use of a silicone disclosing material in patients with embrasure 
undercuts (Sato and Sato). 2001;86:135-6 
Enamel 
Bonding amalgam to enamel: shear bond strength and SEM 
morphology (Dhanasomboon et al). 2001;86:297-303 
Endotoxin 
Effect of pH on endotoxin affinity for metal-ceramic alloys 
(Knoernschild et al). 2001;86:644-9 
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Equipment and supplies 
A screwdriver tor ITI abutments 
Errors 


Mirtazaelian ). 2001;86:326 
A review of 243 errors possible during the fabrication of a 


removable partial denture: part I (Rudd Rudd). 
2001:86:251-61 


and 


\ review of 243 errors possible during the fabrication of a 
removable partial denture: part II (Rudd and Rudd). 
2001;86:262-76 

A review of 243 errors possible during the fabrication of a 
removable partial denture: part III (Rudd and Rudd). 
2001;86:277-88 

Esthetics 
Color matching in dentistry. Part I. The three-dimensional 
2001;86:453-7 
Color matching in dentistry. Part II. Practical applications of the 
organization of color (Sproull). 2001;86:458-64 


Communicating facial plane information to the dental laborato 


nature of color (Sproull 


ry: introducing the Facial Plane Relator device (Greenberg 
and Ho). 2001:86:173-6 
Esthetic options for the fabrication of removable partial den 
tures: a clinical report (De Rossi et al). 2001;86:465-7 
Implant repositioning tor esthetic reasons: a clinical report 
Poggio and Salvato). 2001;86:126-9 
Potential risk of serious oral infections in the diabetic patient: a 
clinical report (Sykes and Sukha). 2001;86:569-73 
Procedure for provisional prosthesis characterization 
al). 2001:86:665 


Aloul et 


Prosthetic treatments for patients with ectodermal dysplasia 
Hickey and Vergo). 2001;86:364-8 
Prosthodontics for pediatric patients with congenital /develop 
mental orofacial anomalies: a long-term tollow-up (Vergo 
2001 ;86:342-7 
Evidence-based medicine 
An evidence-based assessment of occlusal adjustment as a treat 
ment for temporomandibular disorders 
2001 :86:57-66 
Extraoral traction appliances 


Tsukivama et al). 


An interim extraoral prosthesis used for the rehabilitation of a 
patient treated for osteoradionecrosis of the mandible: a clin 
ical report ( Sykes). 2001;86:130-4 


Facial Plane Relator device 
Communicating facial plane information to the dental laborato 
ry: introducing the Facial Plane Relator device (Greenberg 
and Ho). 2001;86:173-6 
Fatigue 
In vitro fatigue resistance of glass ionomer cements used in 
2001;86:149- 


post-and-core applications (Gateau et al 


55 
Influence of core build-up material on the fatigue strength of an 
all-ceramic crown 2001;86:624-31 
Finite element analysis 


Azer et al 


Validation of finite element analysis in dental ceramics research 
Lang et al). 2001;86:650-4 
Flask 
Moditied tlasking technique for processing a maxillary resection 
obturator with continuous pressure injection (Cotert et al). 
2001 ;86:438-40 
Flexural strength 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
John et al). 2001;86:424-7 


Influence of shade and storage time on the flexural strength, 


SUBJECT INDEX 


flexural modulus, and hardness of composites used for indi- 
rect restorations (Cesar et al). 2001;86:289-96 
Fluorides 
Fluoride release from restorative materials and a luting cement 
Helvatjoglu-Antoniades et al). 2001;86:156-64 
Follow-up studies 
Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 
2001 ;:86:489-94 
Prosthodontics for pediatric patients with congenital /develop- 
mental orofacial anomalies: a long-term follow-up (Vergo). 
2001;86:342-7 
Fractures 
The effect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials 2001; 
86:474-80 


Tirado et al). 


Emergency repair of a fractured dowel-retained precision attach- 
ment for a removable partial denture (Lynch and Quinn). 


2001;86:320-1 
Fracture force, deflection at fracture, and toughness of repaired 
denture resin subject to microwave polymerization or rein- 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
Influence of shade and storage time on the flexural 
strength, flexural modulus, and hardness of composites 
used indirect 2001; 


86:289-96 


tor restorations (Cesar et al 
Repair of fractured connectors in a provisional tixed partial den- 
ture (Appleby). 2001;86:449-50 
Retrieval technique for fractured implant screws (Williamson and 
Robinson ). 2001;86:549-50 
Frameworks 
Comparison of castability and surface roughness of commercial- 
ly pure titanium and cobalt-chromium denture frameworks 
Jang et al). 2001;86:93-8 
Free flaps; see Surgical flaps 
Friction 
A mathematical analysis of the role of friction in occlusal trauma 
Katona). 2001:86:636-43 
Fungi 


Potential risk of 


infections in 
Svkes 


serious oral 


the diabetic 


patient: a clinical Sukha). 2001, 


86:569-73 


report and 


G 
Gingiva 
Immediate provisional restorations to aid in gingival healing and 
optimal contours for implant patients 
2001;86:177-80 
Glass fiber 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
John et al). 2001:86:424-7 


Fracture force, deflection at fracture, and toughness of repaired 


Biggs and Litvak). 


denture resin subject to microwave polymerization or rein- 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
Glass ionomer cements 
Bonding amalgam to enamel: shear bond strength and SEM 
morphology (Dhanasomboon et al). 2001;86:297-303 
Effect of various surface protections on the margin microleakage 
of resin-modified glass ionomer cements (Chuang et al). 
2001;86:309-14 
In vitro fatigue resistance of glass ionomer cements used in post- 
and-core applications (Gateau et al). 2001;86:149-55 
Survival of Dicor glass-ceramic dental restorations over 16 years. 
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Part III: effect of luting agent and tooth or tooth-substitute 
core structure (Malament and Socransky). 2001;86:511-9 
Gold 
Operator-induced compressive axial forces during implant gold 
screw fastening (Pesun et al). 2001;86:15-9 
Gold alloys 
Implant abutment screw rotations and preloads for four differ- 
ent screw materials and surfaces (Martin et al). 
2001;86:24-32 
Shear bond strength of resin composite veneering material to 
gold alloy with varying metal surface preparations 
(Matsumura et al). 2001;86:315-9 
Guides 
Alternative method for developing access holes through acrylic 
in screw-retained implant prostheses (Moulding et al). 
2001;86:553-5 
Comparison of unilateral chewing movements vs. dental guid- 
ance through the dental guidance ratio (Ferrario et al). 
2001;86:586-91 
Fabrication of a custom guide table with a light-polymerized 
provisional material (Jacobs and Loos). 2001;86:446-8 
rhe function and importance of incisal guidance in oral rehabil- 
itation (Schuyler). 2001;86:219-32 
Using tooth and color guides together (Marcucci). 2001; 


86:322-3 


H 
Hardness 
Effect of photopolymerization variables on composite hardness 
Abate et al). 2001;86:632-5 
The eftect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for indi- 
rect restorations (Cesar et al). 2001;86:289-96 
Head and neck neoplasms 
An interim extraoral prosthesis used for the rehabilitation of a 
patient treated for osteoradionecrosis of the mandible: a clin- 
ical report (Sykes). 2001;86:130-4 
A radiation-shielding device for craniofacial implant placement 
Hattield et al). 2001;86:348-51 
Healing 
Immediate provisional restorations to aid in gingival healing and 
optimal contours for implant patients (Biggs and Litvak). 
2001;86:177-80 
Hearing aids 
Assisted retention of a hearing device in an implant-retained 
auricular prosthesis (Taft et al). 2001;86:386-9 
Heat 
The effect of thermal change on various dowel-and-core restora- 
tive materials (Yang et al). 2001;86:74-80 
The effect of various surface treatments and bonding agents on 
the repaired strength of heat-treated composites (Lucena- 
Martin et al). 2001;86:481-8 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
(John et al). 2001;86:424-7 
Marginal adaptation of inlay-retained adhesive fixed partial den- 
tures after mechanical and thermal stress: an in vitro study 
(G6ehring et al). 2001;86:81-92 
Hydrocolloids 
A custom impression tray made with the aid of an existing pros- 
thesis: a clinical technique (Cain). 2001;86:382-5 
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The effect of storage time on the accuracy and dimensional sta- 
bility of reversible hydrocolloid impression material (Schleier 
et al). 2001;86:244-50 

Hydrogen-ion concentration 

Effect of pH on endotoxin affinity for metal-ceramic alloys 
(Knoernschild et al). 2001;86:644-9 


Immediate denture; see Denture, partial, immediate 
Implantation, endosseous 
A radiation-shielding device for craniofacial implant placement 
(Hatfield et al). 2001;86:348-51 
Vacuum-formed tooth position record as an index for the fabri- 
cation of an endosseous implant-supported prosthesis 
(Cheng and Wee). 2001;86:546-8 
Implants 
Alternative method for developing access holes through acrylic 
in screw-retained implant prostheses (Moulding et al). 
2001;86:553-5 
Alternative method for retention and removal of cement- 
retained implant prostheses (Valbao et al). 2001;86:181-3 
Annual review of selected dental literature: report of the com- 
mittee on scientific investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2001;86:33-56 
Assisted retention of a hearing device in an implant-retained 
auricular prosthesis (Taft et al). 2001;86:386-9 
Creating an adaptable anterior margin for an implant-retained 
auricular prosthesis (Kubon). 2001;86:233-40 
Fit of implant-supported fixed prostheses fabricated on master 
casts made from a dental stone and a dental plaster (Wise). 
2001;86:532-8 
Immediate provisional restorations to aid in gingival healing and 
optimal contours for implant patients (Biggs and Litvak). 
2001;86:177-80 
Immediate stabilization at stage II of Zygomatic implants: ratio- 
nale and technique (Bedrossian and Stumpel). 2001;86:10-4 
Implant abutment screw rotations and preloads for four differ- 
ent screw materials and surfaces (Martin et al). 2001; 
86:24-32 
Implant repositioning for esthetic reasons: a clinical report 
(Poggio and Salvato). 2001;86:126-9 
Interim denture used as a guide for presurgical radiographic 
evaluation of dental implant therapy (Tsai et al). 2001; 
86:324-5 
Mandibular implant-retained overdentures: a literature review 
(Sadowsky ). 2001;86:466-73 
Operator-induced compressive axial forces during implant gold 
screw fastening (Pesun et al). 2001;86:15-9 
Options for the fabrication of provisional restorations for ITI 
solid abutments (Dumbrigue et al). 2001;86:658-61 
Orientation of retentive matrices on spherical attachments inde- 
pendent of implant parallelism (Wiemeyer et al). 2001; 
86:434-7 
Platelet concentration and its effect on bone formation in calvar- 
ial defects: an experimental study in rabbits (Kim et al). 
2001;86:428-33 
A radiation-shielding device for craniofacial implant placement 
(Hatfield et al). 2001;86:348-51 
Record for measuring interocclusal distance in fixed implant 
prosthodontics (Williamson and Robinson ). 2001;86:666 
Remote implant anchorage for the rehabilitation of maxillary 
defects (Parel et al). 2001;86:377-81 
Retrieval technique for fractured implant screws (Williamson and 
Robinson). 2001;86:549-50 
Stress levels for well-fitting implant superstructures as a function 
of tightening force levels, tightening sequence, and different 
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operators ( Nissan et al). 2001;86:20-3 
Vacuum-formed tooth position record as an index for the fabri- 
cation of an endosseous implant-supported prosthesis 
(Cheng and Wee). 2001;86:546-8 
Impression materials 
The effect of disinfection and a wetting agent on the wettability 
of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 
The effect of storage time on the accuracy and dimensional sta 
bility of reversible hydrocolloid impression material (Schleier 
et al). 2001;86:244-50 
A review of 243 errors possible during the fabrication of a 
removable partial denture: part I] (Rudd and Rudd). 2001; 
86:262-76 
A review of 243 errors possible during the fabrication of a 
removable partial denture: part II] (Rudd and Rudd). 
2001;86:277-88 
Impression technique 
A custom impression tray made with the aid of an existing pros- 
thesis: a clinical technique (Cain). 2001;86:382-5 


of implant-supported fixed prostheses fabricated on master 
casts made from a dental stone and a dental plaster (Wise). 
2001;86:532-8 
Influence of impression procedures and occlusal loading on par- 
tial denture movement (Holmes). 2001;86:335-41 
Stress levels for well-fitting implant superstructures as a function 
of tightening force levels, tightening sequence, and different 
operators (Nissan et al). 2001;86:20-3 
The use of pre-border—-molded custom trays in complete denture 
fabrication (Bolouri and McCarthy). 2001;86:655-7 
Incisor 
The function and importance of incisal guidance in oral rehabil- 
itation (Schuyler). 2001;86:219-32 
The relation between intercanthal dimension and the widths of 
maxillary anterior teeth (Al Wazzan). 2001;86:608-12 
Infection 
Isolation of Candida species trom the oral cavity and fingertips 
of complete denture wearers (Darwazeh et al). 2001;86:420 
3 
Potential risk of serious oral infections in the diabetic patient: a 
clinical report (Sykes and Sukha). 2001;86:569-73 
Injections 
Modified flasking technique for processing a maxillary resection 
obturator with continuous pressure injection (Cotert et al). 
2001 ;86:438-40 
Instruments 
Alternative method for developing access holes through acrylic 
in screw-retained implant prostheses (Moulding et al). 
2001;86:553-5 
Retrieval technique for fractured implant screws (Williamson and 
Robinson ). 2001 ;86:549-50 
Intercanthal dimension 
The relation between intercanthal dimension and the widths of 
maxillary anterior teeth (Al Wazzan). 2001;86:608-12 
International Congress of Maxillofacial Prosthetics 
Maxillofacial prosthetics: a half century of care (Wiens). 
2001;86:331 (Editorial ) 
Internship and residency 
The Prosthodontic Residency Subscription Program (Mitchell). 
2001;86:1 (Editorial ) 
Interocclusal distance 
Record for measuring interocclusal distance in fixed implant 
prosthodontics (Williamson and Robinson). 2001;86:666 
Italian Academy of Prosthetic Dentistry 
The Italian Academy of Prosthetic Dentistry—founded in 1979. 
2001;86:332-4 
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Jaw movement 


Comparison of unilateral chewing movements vs. dental guid 
ance through the dental guidance ratio (Ferrario et al). 
2001;86:586-91 

Terminal hinge movement of the mandible (Posselt). 2001;86:2-9 

Journals; see Periodicals 
Judson C. Hickey Scientific Writing Award 

Creating an adaptable anterior margin for an implant-retained 

auricular prosthesis (Kubon ). 2001;86:233-40 


K 
Kinematics 
Terminal hinge movement of the mandible (Posselt). 2001;86:2-9 


L 
Laboratories 

Communicating facial plane information to the dental laborato 
ry: introducing the Facial Plane Relator device (Greenberg 
and Ho). 2001;86:173-6 

A laboratory technique for custom incisal guidance (Carrier) 
2001;86:55 1-2 

Landmarks 

Communicating facial plane information to the dental laborato 
ry: introducing the Facial Plane Relator device (Greenberg 
and Ho). 2001;86:173-6 

Complete denture mounting casts with intact anatomical land 
marks (Clark). 2001;86:443 

Letters 
Letters. 2001;86:556 
Light-polymerized materials 

Alternative method for retention and removal of cement- 
retained implant prostheses (Valbao ct al). 2001;86:181-3 

Alternative uses of a visible light-polymerized material (Mitrani 
et al). 2001;86:107-10 (Correction ) 

Repair of denture base resins with visible light-polymerized 
reline material: effect on tensile and shear bond strength 
(Stipho and Talic). 2001;86:143-8 

Lip 

Potential risk of serious oral infections in the diabetic patient: a 

clinical report (Sykes and Sukha). 2001;86:569-73 
Literature 

Annual review of selected dental literature: report of the com 
mittee on scientific investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2001;86:33-56 

Comparison of monopolar and bipolar electrosurgical modes for 
restorative dentistry: a review of the literature (Livaditis). 
2001;86:390-9 

Mandibular implant-retained overdentures: a literature review 
Sadowsky ). 2001 ;86:466-73 

The safety and efficacy of anterior ceramic fixed partial dentures: 
a review of the literature (Raigrodski and Chiche). 2001; 
86:520-5 

Luting agents 

Fluoride release from restorative materials and a luting cement 
(Helvatjoglu-Antoniades et al). 2001;86:156-64 

Survival of Dicor glass-ceramic dental restorations over 16 
years. Part III: effect of luting agent and tooth or tooth-sub- 
stitute core structure (Malament and Socransky). 2001; 
86:511-9 


M 
Magnets 
Magnets in prosthetic dentistry (Riley et al). 2001;86:137-42 
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Mandible 
Creating an adaptable anterior margin for an implant-retained 
auricular prosthesis (Kubon ). 2001;86:233-40 
The function and importance of incisal guidance in oral rehabil- 
itation (Schuyler). 2001;86:219-32 
An interim extraoral prosthesis used for the rehabilitation of a 
patient treated for osteoradionecrosis of the mandible: a clin- 
ical report (Sykes). 2001;86:130-4 
Mandibular implant-retained overdentures: a literature review 
(Sadowsky ). 2001;86:466-73 
Terminal hinge movement of the mandible (Posselt). 2001;86:2-9 
Mandibulectomy 
Fabrication of conventional complete dentures for a left seg- 
mental mandibulectomy patient: a clinical report (Mou et al). 
2001;86:582-5 
Marginal adaptation 
Creating an adaptable anterior margin for an implant-retained 
auricular prosthesis (Kubon). 2001;86:233-40 
Effect of various surface protections on the margin microleakage 
of resin-modified glass ionomer cements (Chuang et al). 
2001;86:309-14 
Marginal adaptation of inlay-retained adhesive fixed partial den- 
tures after mechanical and thermal stress: an in vitro study 
(Géehring et al). 2001;86:81-92 
Mastication 
Comparison of unilateral chewing movements vs. dental guid- 
ance through the dental guidance ratio (Ferrario et al). 
2001;86:586-91 

Esthetic options for the fabrication of removable partial den- 
tures: a clinical report (De Rossi et al). 2001;86:465-7 

Potential risk of serious oral infections in the diabetic patient: a 
clinical report (Sykes and Sukha). 2001;86:569-73 

Mathematics 

A mathematical analysis of the role of friction in occlusal trauma 

(Katona). 2001:86:636-43 
Maxilla 

Modified flasking technique for processing a maxillary resection 
obturator with continuous pressure injection (Cotert et al). 
2001;86:438-40 

Prosthodontic guidelines for surgical reconstruction of the max- 
illa: a classification system of defects (Okay et al). 2001; 
86:352-63 

lhe relation between intercanthal dimension and the widths of 
maxillary anterior teeth (Al Wazzan). 2001;86:608-12 

Retention of maxillary implant overdenture bars of different 
designs (Williams et al). 2001;86:603-7 

A technique to help construct a stable maxillary record base for 
fixed prosthodontic treatment (Shahrasbi and Hansen). 
2001;86:444-5 

Maxillectomy 

Conventional prosthetic rehabilitation after free flap reconstruc- 
tion of a maxillectomy defect: a clinical report (Pigno). 
2001;86:578-81 

Prosthodontic guidelines for surgical reconstruction of the max- 
illa: a classification system of defects (Okay et al). 2001; 
86:352-63 

Maxillofacial prosthetics 

Immediate stabilization at stage II of Zygomatic implants: ratio- 
nale and technique (Bedrossian and Stumpel). 2001;86:10-4 

Maxillofacial prosthetics: a half century of care (Wiens). 
2001;86:331 (Editorial) 

Prosthodontic guidelines for surgical reconstruction of the max- 
illa: a classification system of defects (Okay et al). 2001; 
86:352-63 

A radiation-shielding device for craniofacial implant placement 

(Hatfield et al). 2001;86:348-51 
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Remote implant anchorage for the rehabilitation of maxillary 
defects (Parel et al). 2001;86:377-81 
MDX 4-4210 
Alternative processing technique for MDX 4-4210 (Alfano and 
Taft). 2001;86:327 
Mechanical properties 
The effect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
Metal ceramic alloys 
Effect of pH on endotoxin affinity for metal-ceramic alloys 
(Knoernschild et al). 2001;86:644-9 
Shear bond strengths of 2 intraoral porcelain repair systems to 
porcelain or metal substrates ( Haselton et al). 2001;86:526-31 
Metals 
Shear bond strength of resin composite veneering material to 
gold alloy with varying metal surface preparations 
(Matsumura et al). 2001;86:315-9 
Simple method for making a metal crown for a complete denture 
(Ku and Shen). 2001;86:214-5 
Methacrylates 
The effect of various surface treatments and bonding agents on 
the repaired strength of heat-treated composites (Lucena 
Martin et al). 2001;86:481-8 
Methylmethacrylates 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
(John et al). 2001;86:424-7 
Microleakage 
Effect of various surface protections on the margin microleakage 
of resin-modified glass ionomer cements (Chuang et al). 
2001;86:309-14 
Microwaves 
Fracture force, deflection at fracture, and toughness of repaired 
denture resin subject to microwave polymerization or rein 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
Midfacial defects 
Retrospective case series of primary and secondary microvascular 
free tissue transfer reconstruction of midfacial defects 
(Futran ). 2001;86:369-76 
Models, theoretical 
A mathematical analysis of the role of friction in occlusal trauma 
(Katona). 2001;86:636-43 
Multifactorial analysis of differences in temporomandibular joint 
hard tissue anatomic relationships between disk displacement 
with and without reduction in women (Pullinger and 
Seligman ). 2001;86:407-19 
Molar 
Use of contact testing in the characterization and design of all 
ceramic crownlike layer structures: a review (Lawn et al). 
2001;86:495-510 
Mouth guard 
Simple method to make a night guard for an extraoral super 
structure (Asher et al). 2001;86:667 
Mycoses 
Potential risk of serious oral infections in the diabetic patient: a 
clinical report (Sykes and Sukha). 2001;86:569-73 


N 

Nylon fibers 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
(John et al). 2001;86:424-7 
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oO 
Observer variation 
Control of bias in randomized controlled trials published in 
prosthodontic journals (Dumbrigue et al). 2001;86:592-6 
Obturators 
Modified flasking technique for processing a maxillary resection 
obturator with continuous pressure injection (Cotert et al). 
2001;86:438-40 
Prosthodontic guidelines for surgical reconstruction of the max 
illa: a classification system of defects (Okay et al). 2001; 
86:352-63 
Occlusion 
Annual review of selected dental literature: report of the com- 
mittee on scientific investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2001;86:33-56 
An evidence-based assessment of occlusal adjustment as a treat- 
ment for temporomandibular disorders (Tsukiyama et al). 
2001;86:57-66 
Che function and importance of incisal guidance in oral rehabil 
itation (Schuyler). 2001;86:219-32 
Influence of impression procedures and occlusal loading on par 
tial denture movement ( Holmes). 2001;86:335-41 
Occlusal plane discrepancies generated by transverse hori 
zontal axis deviations (Bowley and Morgano). 2001; 
86:67-73 
Stress levels for well-fitting implant superstructures as a function 
of tightening force levels, tightening sequence, and different 
operators ( Nissan et al). 2001;86:20-3 
Use of contact testing in the characterization and design of all- 
ceramic crownlike layer structures: a review (Lawn et al). 
2001;86:495-510 
Opportunistic infections 
Potential risk of serious oral infections in the diabetic patient: a 
clinical report (Sykes and Sukha). 2001;86:569-73 
Oral hygiene 
Isolation of Candida species from the oral cavity and fingertips 
of complete denture wearers ( Darwazeh et al). 2001;86:420-3 
Orbital prosthesis 
Technique for fabricating a lightweight, urethane-lined sili 
cone orbital prosthesis (Kiat-amnuay et al). 2001; 
86:210-3 
Osseointegration 
A radiation-shielding device for craniofacial implant placement 
Hattield et al). 2001;86:348-51 
Remote implant anchorage for the rehabilitation of maxillary 
detects ( Parel et al). 2001;86:377-81 
Stress levels tor well-fitting implant superstructures as a function 
of tightening force levels, tightening sequence, and different 
operators ( Nissan et al). 2001;86:20-3 
Osteoradionecrosis 
An interim extraoral prosthesis used for the rehabilitation of a 
patient treated for osteoradionecrosis of the mandible: a clin 
ical report (Sykes). 2001;86:130-4 
Outcome assessment 
Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 
2001;:86:489-94 
Overdenture; see Denture, overlay 


P 


Pain 


A common-sense approach to splint therapy (Dylina). 
2001;86:539-45 
Partial denture; see Denture, partial 
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Patient satisfaction 
Esthetic options for the fabrication of removable partial 
dentures: a clinical report (De Rossi et al). 2001;86:465-7 
Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 
2001;86:489-94 
Pediatric patient; see Child 
Periodicals 
Control of bias in randomized controlled trials published in 
prosthodontic journals (Dumbrigue et al). 2001;86:592-6 
Periodontal diseases 
Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 2001; 
86:489-94 
Personal hygiene 
Isolation of Candida species from the oral cavity and fingertips of 
complete denture wearers (Darwazeh et al). 2001;86:420-3 
pH; see Hydrogen-ion concentration 
Photopolymerization 
Effect of photopolymerization variables on composite hardness 
(Abate et al). 2001;86:632-5 
Piezoelectric film 
A piezoelectric film-based intrasplint detection method for brux- 
ism (Takeuchi et al). 2001;86:195-202 
Plaster 
Fit of implant-supported fixed prostheses fabricated on master 
casts made from a dental stone and a dental plaster (Wise). 
2001;86:532-8 
Platelets 
Platelet concentration and its effect on bone formation in calvar- 
ial defects: an experimental study in rabbits (Kim et al). 
2001;86:428-33 
Polymerization 
Effect of photopolymerization variables on composite hardness 
(Abate et al). 2001;86:632-5 
Fracture force, deflection at fracture, and toughness of repaired 
denture resin subject to microwave polymerization or rein 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
Polymers 
Alternative uses of a visible light-polymerized material ( Mitrani 
et al). 2001;86:107-10 (Correction ) 
Curing potential of dual-polymerizable resin cements in simulat- 
ed clinical situations (Caughman et al). 2001;86:101-6 
Correction ) 
A custom impression tray made with the aid of an existing pros- 
thesis: a clinical technique (Cain). 2001;86:382-5 
The effect of disinfection and a wetting agent on the wettability 
of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
(John et al). 2001:86:424-7 
Polymethyl methacrylate; see Methylmethacrylates 
Porcelain 
Shear bond strengths of 2 intraoral porcelain repair systems to 
porcelain or metal substrates (Haselton et al). 2001;86:526- 
31 
Post and core technique 
The effect of thermal change on various dowel-and-core restora- 
tive materials (Yang et al). 2001;86:74-80 
In vitro fatigue resistance of glass ionomer cements used in 
post-and-core applications (Gateau et al). 2001;86:149-55 
Influence of core build-up material on the fatigue strength of an 
all-ceramic crown (Azer et al). 2001;86:624-31 
Shear bond strength of an autopolymerizing core buildup com- 


VOLUME 86 NUMBER 6 


4 
; 
698 


SUBJECT INDEX 


posite bonded to dentin with 9 dentin adhesive systems 
Hagge and Lindemuth). 2001;86:620-3 
The use of reinforced composite resin cement as compensation 
tor reduced post length (Nissan et al). 2001;86:304-8 
Posterior teeth 
Type and incidence of cracks in posterior teeth (Ratcliff et al). 
2001;86:168-72 
Preoperative care 
Interim denture used as a guide for presurgical radiographic eval- 
uation of dental implant therapy (Tsai et al). 2001; 86:324-5 
Prosthetic dentistry 
Alternative processing technique for MDX 4-4210 (Alfano and 
Taft). 2001;86:327 
Magnets in prosthetic dentistry ( Riley et al). 2001;86:137-42 
Prosthodontic Residency Subscription Program 
The Prosthodontic Residency Subscription Program ( Mitchell). 
2001;86:1 (Editorial ) 
Protective devices 
A radiation-shielding device for craniofacial implant placement 
Hattield et al). 2001;86:348-51 
Provisional restoration; see Restoration, temporary 
Publishing 
Control of bias in randomized controlled trials published in 
prosthodontic journals (Dumbrigue et al). 2001;86:592-6 


R 
Rabbits 
Platelet concentration and its effect on bone formation in calvar 
ial defects: an experimental study in rabbits (Kim et al). 
2001 :86:428-33 
Radiation protection 
A radiation-shielding device for craniofacial implant placement 
Hatfield et al). 2001;86:348-51 
Radiography 
Interim denture used as a guide for presurgical radiographic 
evaluation of dental implant therapy (Tsai et al). 2001; 
86:324-5 
Radiotherapy 
An interim extraoral prosthesis used for the rehabilitation of a 
patient treated for osteoradionecrosis of the mandible: a clin- 
ical report (Sykes). 2001;86:130-4 
A radiation-shielding device for craniofacial implant placement 
Hattield et al). 2001:86:348-51 
Randomized controlled trials 
Control of bias in randomized controlled trials published in 
prosthodontic journals (Dumbrigue et al). 2001;86:592-6 
Reader’s round table 
Letters. 2001;86:556 
Reconstruction 
Conventional prosthetic rehabilitation after free flap reconstruc- 
tion of a maxillectomy defect: a clinical report (Pigno). 
2001;86:578-81 
Prosthodontic guidelines for surgical reconstruction of the max 
ilia: a classification system of defects (Okay et al). 2001; 
86:352-63 
Record base 
A technique to help construct a stable maxillary record base for 
fixed prosthodontic treatment (Shahrasbi and Hansen). 
2001;86:444-5 
Reduction 
Multifactorial analysis of differences in temporomandibular joint 
hard tissue anatomic relationships between disk displacement 
with and without reduction in women (Pullinger and 
Seligman ). 2091;86:407-19 
Rehabilitation 
Conventional prosthetic rehabilitation after free flap reconstruc- 
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tion of a maxillectomy defect: a clinical report (Pigno). 
2001;86:578-81 
The function and importance of incisal guidance in oral rehabil 
itation (Schuyler). 2001;86:219-32 
Prosthodontic guidelines for surgical reconstruction of the max- 
illa: a classification system of defects (Okay et al). 2001; 
86:352-63 
Remote implant anchorage for the rehabilitation of maxillary 
detects (Parel et al). 2001;86:377-81 
Reliability; see Reproducibility of results 
Removable partial denture; see Denture, partial, removable 
Reproducibility of results 
A reliability study of clinical tooth wear measurements 
(Lobbezoo and Naeije ). 2001;86:597-602 
Validation of finite element analysis in dental ceramics research 
(Lang et al). 2001;86:650-4 
Research 
Annual review of selected dental literature: report of the com 
mittee on scientific investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2001;86:33-56 
An evidence-based assessment of occlusal adjustment as a treat 
ment for temporomandibular disorders (Tsukiyama et al). 
2001;86:57-66 
Validation of finite clement analysis in dental ceramics research 
(Lang et al). 2001;86:650-4 
Resins 
Alternative method for retention and removal of cement 
retained implant prostheses (Valbao et al). 2001;86:181-3 
Alternative uses of a visible light-polymerized materiai ( Mitrani 
et al). 2001;86:107-10 (Correction) 
Bonding amalgam to enamel: shear bond strength and SEM 
morphology (Dhanasomboon et al). 2001;86:297-303 
Curing potential of dual-polymerizable resin cements in simulat 
ed clinical situations (Caughman et al). 2001;86:101-6 
(Correction ) 
A custom impression tray made with the aid of an existing pros 
thesis: a clinical technique (Cain). 2001;86:382-5 
Effect of photopolymerization variables on composite hardness 
(Abate et al). 2001;86:632-5 
The effect of thermocycling on the fracture toughness and hard 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
Effect of various surface protections on the margin microleakage 
of resin-modified glass ionomer cements (Chuang et al). 
2001;86:309-14 
The effect of various surface treatments and bonding agents on 
the repaired strength of heat-treated composites (Lucena 
Martin et al). 2001;86:481-8 
Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
(John et al). 2001:86:424-7 
Fracture force, deflection at fracture, and toughness of repaired 
denture resin subject to microwave polymerization or rein 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
A method of making casts for permanent, complete acrylic resin 
denture bases without blocking out undercuts (Reeson and 
Jepson). 2001;86:99 
Overlay removable partial dentures for a patient with ectoder 
mal dysplasia: a clinical report (Pavarina et al). 2001; 
86:574-7 
Repair of denture base resins with visible light-polymerized 
reline material: effect on tensile and shear bond strength 
(Stipho and Talic). 2001;86:143-8 
Repair of fractured connectors in a provisional fixed partial den 
ture (Appleby). 2001;86:449-50 
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Shear bond strength of an autopolymerizing core buildup com 
posite bonded to dentin with 9 dentin adhesive systems 
(Hagge and Lindemuth). 2001;86:620-3 

Shear bond strength of resin composite vencering material to 
gold alloy with varying metal surface preparations 
(Matsumura et al). 2001;86:315-9 

Survival of Dicor glass-ceramic dental restorations over 16 
years. Part III: effect of luting agent and tooth or tooth-sub 
stitute core structure (Malament and _  Socransky). 
2001;86:511-9 

A technique to help construct a stable maxillary record base for 
fixed prosthodontic treatment (Shahrasbi and Hansen). 
2001;86:444-5 

rhe use of reinforced composite resin cement as compensation 
for reduced post length ( Nissan et al). 2001;86:304-8 

Vacuum-formed tooth position record as an index for the fabri- 
cation of an endosseous implant-supported prosthesis 
(Cheng and Wee). 2001;86:546-8 

Resistance 

In vitro fatigue resistance of glass ionomer cements used in post- 
and-core applications (Gateau et al). 2001;86:149-55 

Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for indi- 
rect restorations (Cesar et al). 2001;86:289-96 

Restoration 

Communicating facial plane information to the dental laborato 
ry: introducing the Facial Plane Relator device (Greenberg 
and Ho). 2001;86:173-6 

Comparison of monopolar and bipolar electrosurgical modes for 
restorative dentistry: a review of the literature (Livaditis). 
2001;86:390-9 

The effect of thermal change on various dowel-and-core restora- 
tive materials (Yang et al). 2001;86:74-80 

Fluoride release from restorative materials and a luting cement 

Helvatjoglu-Antoniades et al). 2001;86:156-64 

Implant repositioning for esthetic reasons: a clinical report 
(Poggio and Salvato). 2001;86:126-9 

Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for indi 
rect restorations (Cesar et al). 2001;86:289-96 

Prosthodontics for pediatric patients with congenital /develop 
mental orofacial anomalies: a long-term follow-up (Vergo). 
2001;86:342-7 

Restoration, permanent 

Survival of Dicor glass-ceramic dental restorations over 16 years. 
Part III: effect of luting agent and tooth or tooth-substitute 
core structure (Malament and Socransky ). 2001;86:511-9 

Restoration, temporary 

Immediate provisional restorations to aid in gingival healing and 
optimal contours for implant patients (Biggs and Litvak). 
2001;86:177-80 

Interim denture used as a guide for presurgical radiographic 
evaluation of dental implant therapy (Tsai et al). 2001; 
86:324-5 

A laboratory technique for custom incisal guidance (Carrier). 
2001;86:551-2 

Options for the fabrication of provisional restorations for ITI 
solid abutments (Dumbrigue et al). 2001;86:658-61 

Procedure for provisional prosthesis characterization (Aloul et 
al). 2001:86:665 

Retention 

Alternative method for retention and removal of cement- 
retained implant prostheses (Valbao et al). 2001;86:181-3 

Mandibular implant-retained overdentures: a literature review 
(Sadowsky ). 2001;86:466-73 

A method of making casts for permanent, complete acrylic resin 
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denture bases without blocking out undercuts (Reeson and 
Jepson). 2001;86:99 
Orientation of retentive matrices on spherical attachments inde- 
pendent of implant parallelism (Wiemeyer et al). 2001; 
86:434-7 
Remote implant anchorage for the rehabilitation of maxillary 
defects (Parel et al). 2001;86:377-81 
Retention of maxillary implant overdenture bars of different 
designs (Williams et al). 2001;86:603-7 
Review literature 
Mandibular implant-retained overdentures: a literature review 
(Sadowsky ). 2001 ;86:466-73 
The safety and efficacy of anterior ceramic fixed partial dentures: 
a review of the literature (Raigrodski and Chiche). 2001; 
86:520-5 
Rubber 
The effect of disinfection and a wetting agent on the wettability 
of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 


S 
Scientific Writing Award 
Creating an adaptable anterior margin for an implant-retained 
auricular prosthesis (Kubon). 2001;86:233-40 
Screwdriver 
A screwdriver for ITI abutments ( Mirfazaelian). 2001;86:326 
Shade 
Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for 
indirect restorations (Cesar et al). 2001;86:289-96 
Silicones 
The effect of disinfection and a wetting agent on the wettability 
of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 
Technique for fabricating a lightweight, urethane-lined silicone 
orbital prosthesis (Kiat-amnuay et al). 2001; 86:210-3 
Use of a silicone disclosing material in patients with embrasure 
undercuts (Sato and Sato). 2001;86:135-6 
Silver 
The effect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
Skull 
Platelet concentration and its effect on bone formation in calvar 
ial defects: an experimental study in rabbits (Kim et al). 
2001;86:428-33 
Splints 
A common-sense approach to splint therapy (Dylina). 2001; 
86:539-45 
A piezoelectric film-based intrasplint detection method for brux 
ism (Takeuchi et al). 2001;86:195-202 
Sponsoring organization tribute 
The Italian Academy of Prosthetic Dentistry—founded in 1979. 
2001;86:332-4 
Storage 
The effect of storage time on the accuracy and dimensional sta- 
bility of reversible hydrocolloid impression material (Schleier 
et al). 2001;86:244-50 
Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for indi- 
rect restorations (Cesar et al). 2001;86:289-96 
Strength 
The effect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
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Flexural strength of heat-polymerized polymethyl methacrylate 
denture resin reinforced with glass, aramid, or nylon fibers 
John et al). 2001:86:424-7 
Influence of core build-up material on the fatigue strength of an 
all-ceramic crown (Azer et al). 2001;86:624-31 
Influence of shade and storage time on the flexural strength, 
flexural modulus, and hardness of composites used for indi- 
rect restorations (Cesar et al). 2001;86:289-96 
Stress, functional 
Remote implant anchorage for the rehabilitation of maxillary 
detects (Parel et al). 2001:86:377-81 
Stress, mechanical 
The effect of thermal change on various dowel-and-core restora- 
tive materials (Yang et al). 2001;86:74-80 
Marginal adaptation of inlay-retained adhesive fixed partial den 
tures after mechanical and thermal stress: an in vitro study 
Géehring et al). 2001;86:81-92 
Stress levels for well-fitting implant superstructures as a function 
of tightening force levels, tightening sequence, and different 
operators (Nissan et al). 2001;86:20-3 
Surface roughness 
Comparison of castability and surface roughness of commercial- 
ly pure titanium and cobalt-chromium denture frameworks 
Jang et al). 2001;86:93-8 
Surgical flaps 
Conventional prosthetic rehabilitation after free flap reconstruc 
tion of a maxillectomy defect: a clinical report (Pigno). 
2001;86:578-81 
Retrospective case series of primary and secondary microvascular 
free tissue transfer reconstruction of midfacial defects 
Futran ). 2001;86:369-76 
Survival 
Survival of Dicor glass-ceramic dental restorations over 16 
years. Part III: effect of luting agent and tooth or tooth-sub 
stitute core structure (Malament and Socransky). 2001; 
86:511-9 


T 
Temporomandibular disorders; see Craniomandibular disorders 
Temporomandibular joint 
Multifactorial analysis of differences in temporomandibular joint 
hard tissue anatomic relationships between disk displacement 
with and without reduction in women (Pullinger and 
Seligman ). 2001;86:407-19 
A review of temporomandibular disorder diagnostic techniques 
Baba et al). 2001;86:184-94 
Tensile strength 
Repair of denture base resins with visible light-polymerized 
reline material: effect on tensile and shear bond strength 
(Stipho and Talic). 2001;86:143-8 
Terminal hinge 
Terminal hinge movement of the mandible ( Posselt ). 2001;86:2- 
9 
Thermal stress 
The effect of thermal change on various dowel-and-core restora- 
tive materials (Yang et al). 2001;86:74-80 
Marginal adaptation of inlay-retained adhesive fixed partial den- 
tures after mechanical and thermal stress: an in vitro study 
(Géehring et al). 2001;86:81-92 
Thermocycling 
The effect of thermocycling on the fracture toughness and hard- 
ness of core buildup materials (Tirado et al). 2001; 
86:474-80 
Tissue transfer 
Retrospective case series of primary and secondary microvascular 


free tissue transfer reconstruction of midfacial defects 
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(Futran). 2001;86:369-76 
Titanium 
Comparison of castability and surface roughness of commercial- 


ly pure titanium and cobalt-chromium denture frameworks 
(Jang et al). 2001;86:93-8 
Implant abutment screw rotations and preloads for four differ 
ent screw materials and surfaces (Martin et al). 2001; 
86:24-32 
Tooth, artificial 
The relation between intercanthal dimension and the widths of 
maxillary anterior teeth (Al Wazzan). 2001;86:608-12 
Technique for fabricating a prosthetic tooth on a removable par- 
tial denture framework (Knight and Kobes). 2001;86:662-4 
Tooth abrasion 
A reliability study of clinical tooth wear measurements 
(Lobbezoo and Naeije). 2001;86:597-602 
Tooth guide 
Using tooth and color guides together (Marcucci). 2001; 
86:322-3 
Tooth position record 
Vacuum-formed tooth position record as an index for the fabri 
cation of an endosseous implant-supported prosthesis 
(Cheng and Wee). 2001;86:546-8 
Tooth wear; see Tooth abrasion 
Transverse horizontal axis 
Occlusal plane discrepancies generated by transverse horizontal 
axis deviations (Bowley and Morgano). 2001;86:67-73 
Trauma; see Wounds and injuries 
Tray 
A custom impression tray made with the aid of an existing pros 
thesis: a clinical technique (Cain). 2001;86:382-5 
The use of pre-border—molded custom trays in complete denture 
fabrication (Bolouri and McCarthy). 2001;86:655-7 
Treatment outcome 
Prospective 3-year study of cross-arch fixed partial dentures in 
patients with advanced periodontal disease (Yi et al). 
2001;86:489-94 
Tributes 
The Italian Academy of Prosthetic Dentistry—founded in 1979. 
2001;86:332-4 


U 
Urethane 
Technique for fabricating a lightweight, urethane-lined silicone 
orbital prosthesis (Kiat-amnuay et al). 2001;86:210-3 


Vv 
Veneers 
Shear bond strength of resin composite veneering material to 
gold alloy with varying metal surface preparations 
(Matsumura et al). 2001;86:315-9 
Shear bond strengths of 2 intraoral porcelain repair systems to 
porcelain or metal substrates (Haselton et al). 2001;86:526- 
31 
Vertical dimension 
The effect of storage time on the accuracy and dimensional sta- 
bility of reversible hydrocolloid impression material (Schleier 
et al). 2001;86:244-50 


Ww 
Wettability 
The effect of disinfection and a wetting agent on the wettability 
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of addition-polymerized silicone impression materials 
(Milward and Waters). 2001;86:165-7 
Wire 
Fracture force, deflection at fracture, and toughness of repaired 
denture resin subject to microwave polymerization or rein- 
forced with wire or glass fiber (Polyzois et al). 2001; 
86:613-9 
Women 
Multifactorial analysis of differences in temporomandibular joint 
hard tissue anatomic relationships between disk displacement 
with and without reduction in women (Pullinger and 
Seligman). 2001;86:407-19 
Wounds and injuries 
A mathematical analysis of the role of friction in occlusal trauma 
(Katona). 2001;86:636-43 
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Z 
Zinc phosphate cement 
Survival of Dicor glass-ceramic dental restorations over 16 years. 
Part III: effect of luting agent and tooth or tooth-substitute core 
structure (Malament and Socransky). 2001;86:511-9 
Zygoma 
Immediate stabilization at stage II of Zygomatic implants: 
rationale and technique (Bedrossian and Stumpel). 2001; 
86:10-4 
Remote implant anchorage for the rehabilitation of maxillary 
defects (Parel et al). 2001;86:377-81 
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